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System Map 


#Red Line • Glenmont to Shady Grove 
I ^ Orange Line • New Carrollton to Vienna/Fairfax-GMU 

L-© gena 0 Blue Line • Franconia-Springfield to Largo Town Center 
# Green Line • Branch Avenue to Greenbelt 

©Yellow Line • Huntington to Mt Vernon Sq/7th St-Convention Center 
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Express M 4RC 

Commuter Rail 
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Heights' 


Brookland-CUA 


U St/African-Amer Civil 
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McPherson Sq 


I New York Ave 
I (Planned) 

|7th St- 
fenter* 
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'station 


Mt Vernoi 
Con vent i< 


Deanwood 


Minnesota Ave 


ORANGE LINE 


Metro Center I 


Federal Triangle | 


Smithsonian ! 


Pentagon 


National Airport 


Braddock Road 


King Street <$> 


Eisenhower Ave 


BLUE LINE 


Genmont 


Shady Grove^^^fe. 

-^rvWMC O Rockville ^ 

Twinbrook 

White Flint^^^© 
iSb Grosvenor-Strathmore 


Wheaton 


Forest Glen £33 


Silver Spring £59 AMBC 


g? W Greenbelt ^ JUAOC 

College Park-U of Md£^i vVWRC 
Prince George's Plaza 


Rosslyn 


OOOOOOOO 


A? V 


Pentagon City 


*7th St. Convention Center scheduled to 
open March 2003. Existing Convention 
Center at 9th & H Sts. served by Metro 
Center and Gallery Pl-Chinatown stations. 


<$> Franconia-Springfield 


Huntington 



No Eating 
or Drinking 



No Animals 

(except service animals) 



No Audio or 
Video Devices 

(without earphones) 



No Litter 
or Spitting 



No Dangerous or 
Flammable Items 




